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Message Text 


UNCLASSIFIED 

PAGE 01 MEXICO 08803 071851Z 
67 

ACTION OC-05 

INFO OCT-01 ARA-10 ISO-OO FBOE-OO A-01 CCO-OO /017W 

022182 

R 071700Z OCT 75 
FM AMEMBASSY MEXICO 
TO SECSTATE WASHDC 409 

UNCLAS MEXICO 8803 

FOR OC; ARA/EX; FBO AND RCO/ARA 

E.O. 11652: N/A 

TAGS: ABLD, ACOM, AFSP, ASEC 

SUBJECT: NEW OFFICE BUILDING - NUEVO LAREDO, MEXICO 

1. THE CONSULATE AT NUEVO LAREDO HAS ACQUIRED A U.S. 
GOVERNMENT LONG TERM LEASED OFFICE BUILDING WHICH IS 

90 O/O FINISHED. EXPECTED OCCUPANCY DATE IS O/A NOVEMBER 1975. 
EMBASSY FILES DO NOT RECORD ANY PLANNING FOR TELEPHONE 
FACILITIES IN THE NEW OFFICE BUILDING. IF AGREEABLE WITH 
DEPARTMENT, CRO WILL VISIT NUEVO LAREDO AND PERFORM TELEPHONE 
SURVEY AND FORWARD TO DEPARTMENT SOONEST. REALIZE THIS 
SHORT NOTICE BUT WE BELIEVE THAT A 1A2 WESTERN ELECTRIC 
SYSTEM, EXPANDABLE TO 15 OR 16 STATIONS WOULD BE IDEAL 
FOR THE NEW OFFICE BUILDING. 

2. ACTION REQUESTED: 

A) DEPT ADVISE POST WHETHER TELEPHONE FACILITIES HAVE BEEN 
PLANNED FOR NEW CONSULATE BUILDING. 

B) IF (A) ABOVE IS NEGATIVE, REQUEST DEPT AUTHORIZE CRO TO 
PERFORM TELEPHONE SURVEY. 

C) COORDINATE ABOVE, ESPECIALLY WITH FBO FOR FUNDING 
EQUIPMENT (TELEPHONE FACILITIES HANDBOOK - KEY SYSTEMS) 

PARA 510.2-2). 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 OCT 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975MEXICO08803 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750348-0404 
From: MEXICO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751074/aaaacoks.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 OCT 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 0 OCT 2003 by ReddocGW>; APPROVED <1 7 FEB 2004 by SmithRJ> 

Review Markings: 
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Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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